AMENDMENT NO. 1 JUNE 2012 
TO 
IS 15710 : 2006 ROAD VEHICLES — COMPRESSED 
NATURAL GAS (CNG) FUEL SYSTEM COMPONENTS — 
GENERAL REQUIREMENTS AND DEFINITIONS 


(Page 2, clause 3.8) — Substitute *hose/pipe’ for ‘hose’ and ‘450 mm” for 
‘550 mm”. 


(Page 2, clause 3.10) — Delete word ‘Pressurised’. 
(Page 3, clause 4.4) — Substitute the following for the existing: 
‘4.4 Components in the engine compartment shall be suitable for service within 


a temperature range of —20°C to 120°C. All other components shall be suitable 
for service within a range of —20°C to 85°C.’ 
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